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SAFETY CANS FOR PROTECTION 


Approved by the Underwriters Laboratories, Inc. 


QUICK-SERVICE 
OILY WASTE CANS 
Made of heavy galvanized iron 


with simple self-closing 
tight-hinged cover 


Capacity Each 
No. 10 _ 6 gals. 6.00 
No. 20 10 gals. 8.24 
Size of Can 
Diameter High 





No. 10 11% ins. x 12 ins. 


Foot-Operated No. 20 14% ins. x 14 ins. 


Forged Stel CARPENTERS’ WRECKING BAR 
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NON-EXPLOSIVE CANS for 
storing and proper handling of 
all volatile explosive liquids, 
such as gasoline, naphtha, 
benzine, turpentine, ammonia, 
alcohol, rigoline, ether, etc. 





ETY CAN |i) | . . 
mn i” - The opening of the can is provided 
et * 


ie); with an automatic valve, which makes 
i . Hil im, it air-tight, preventing evaporation of 
tt! the liquid. Should the can be exposed 
to extreme heat, generating excessive gas pressure, the 
valve opens automatically, permitting the gas to escape, 
and closes with reduced pressure. 


No. 16 Pint No. 32 Quart No. 128 Gal. 
2.62 Each 3.00 Each 4.50 Each 
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